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Transplanted and grown in nursery rows. 


Thrifty and well 


rooted. See main list for other sorts. 
NOT LESS THAN 50 OF A KIND AT THESE RATES. 
Hardy Herbaceous ‘Parenntats: 

1400 Alyssum saxatile compactum, at 3 cts. 500 Gypsophilla paniculata, at 5 cts. 

800 Anemone Japonica, clumps, at 5 cts. 450 Helenium autumnale, at 5 cts. 

1100 “ : Whirlwind, at 5 cts. 200 Hemerocallis flava, strong, at § cts. 

400 Anthemis tinctoria, clumps, at 5 cts. 900 Heuchera sanguinea, at 5 cts. 

300 Aquilegia Canadensis, at 4 cts. 500 S i: strong, at § cts. 
1600 Aster Nova-angliae, strong, at 5 cts. 1500 Double hollyhocks, named, at 4 cts. 
1800 Campanuts carpatica, strong, at4 cts. | 800 Iberis sempervirens, strong, at 5 cts. 

750 ss alba, at 4 cts. 400 ims _pumila alba, X, at 5 cts. 

1100 = elegans, XX, at 8 cts. 300 blue, at 5 cts. 
1400 5s medium, at 4 cts. eer eee es yellow, at 5 cts. 

: 200 aS 2s Wega at 4 cts. 1050. Lychnis chalcedonica, XX, at 5 cts. 
600 + alba, at 4 cts. 800 cs viscria splendens, at 5 cts. 
500 “ Van Abatiel 1, at 4 cts. 500 Lythrum roseum superbum, at 5 cts. 

1050 es rotundifolia, XX, at 5 cts. 725 Monarda didyma, at 4 cts. 

100 a Raineri, at 5 cts. , 800 Pentstemon glabra, at 4 cts. f 

200 Chrysanthemum maximum, at 5 cts. e350 4, grandiflora, at 4 cts. 

200 Double buttercups, at 5 cts. 350 Phlos subulata, X, at 4 cts. 

400 Coreopsis lanceolata, at 5 cts. 300°. << we alba, at 4 cts. 

800 Cornus Canadensis, clumps, at 5 cts. 260 Phlox dicussata, mixed, at 3 cts. 


1270 ~p Se grandifiorum., at 4 cts. 

950 ps var., at 4 cts. 
1800 A formosum, at d cts. 
' 600 Dianthus barbatus, at 4 cts. 

800_ a plumarius, at 4 cts. 

600 as Mrs. Simkins, at 4 cts. 


500 Dicentra exima, XX, at 5 cts. 
~ ~ 1550 Digitalis purpurea, at £ Cts. = 
ws. 300 Euphorbia corollata, at 3 cts. 


675 Gaillardia grandiflora, at 4 cts. 
525 Girardia hybrida, X, at 5 cts. 


“400° Sapons 


400 Pyrethrum uliginosum, XX, at 5 cts. 
325 roseum hybridum, at 5 cts. 
) Primula veris, mixed, XX. at 5 cts. 
Golden glow, heavy. at 5 cts. 

Salvia azurea grandiflora, at 5 cts. 
Sedum acre, at 3 cts. 


500 Silene Vir EILCa, Xx, ab O cts. 


650 Mradeceamnia Vineness at 4 “Cts. 
300 Viola pedata, clumps, at 4 cts 


18,000 Vinca Minor, strong 2. ¢., at 3 ets. ($20.00 per 1000) 
12, OOO Pansy Piants, strong plants with heavy foliage. 


Transplanted and grown in nursery rows, in open ground, in following kinds :— 
Bronze, Blood Red, White, Golden Gem, Lord Beaconsfield, Azure Blue, Gold 
Margined, Striped and Mottled, Victoria. 


s Hie lt Bs. 


A few kinds selected from main list, good stock, well rooted. 
See main list for other sorts. 


1200 Azalea calendulacea, 8-12 in., at 6 cts. 
1450 ‘*  nudiflora, 8-12 in., at 6 cts. 
1600 Berberis purpurea, 1-1 '4 ft., at 3 cts. 
1000 ne vulgaris 1 1 ft., at 4 cts. 
1200 Clethra alnifolia, 1 14-2 ft., at 6 cts. 


1750 Cornus paniculata, 1-1% ft., at 6 cts. 
350 ae ~ 114-2 ft. .X, at 10 cts. 
300 gs serecia, 2-3 ft , at 5 ets. 

2100 *¢  stolonifera, 1 ft., at 214 cts. 

2500 5 sk 1-2 ft., at 4 cts. 
700 “4 Ae 2-3 ft., at 6 cts. 
500 . fh 3-4 ft., at 8 cts. 
300 Hamamielis Virginica, 1-2 ft., at 8 cts.. 


Se . ce 


600 2-3 ft., at 12 cts: 
650 Myrica cerifera, 1-144 ft., at 7 cts. 
300 Pyrus arbutifolia, 1-14 ft., at 5 cts. 
1000 Quercus rubra, 114-2 ft., at 5 cts. 

400 Rhodora canadensis, 1 ft., at 5 cts. 


3200 Rhus aromatica, seedlings, 8 in., 
2100 Rosa blanda, 1 ft., at 5 cts. 


$1. 00 per 100. $7 00 per 1000. 


at 35 cts. 


1450 lucida, 1 ft., at 5 cts. 
400 Spiraea Van Houttei, 2 ft., 
700 Symphoricarpus vulgaris, 

» 6 cts. 
500 Vaccinium POET DUSUa 
300 oid 
10 cts. 
500 Viburnum acerifolium, 1-114 
100 ¢e <4 1g 


at 5 cts: 
9-216 ft., at 

1 hair 5 cts. 

1-144 £t.,.. at 
4 ft., at 6 cts. 

2 ft., at 10 

ae 
dentatum, 1 ft., at 5 cts. 
ft., at 8 cts. 


2000 a 
500 6é sé 
300 a “ 2-3 ft., at 10 cts. 
200 tf Lentago, 1-1l4ft, at 6 cts. 
450 Pinus strobus (White Pine), 1-144 ft., 

at 6 cts. 


EDWARD GILLETT, Southwick, Mass. 


JAN. 20th, 1904. 
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